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_Exhibit No: 59-29 To Can 2 _HF-~CT-692 


Dates: June 8, 1959 


From: The Firewel Coz, Ince  —__T" 


ontractor 


~ Tos 25X1A9a 


Contracting Officer 


Item Part = 
_ Noe No. Nomenclature Qty. : Unit Price Total Price — 
3 “ 
19 Py 
1 F2609=1 Cover 5 $ 219 $ © ¥49, 65 
2 F9025—3 Oxygen Flow Tester 5 37.93 189.65 uk 
3 F2578=5 Valve, Check 5 V6 64 83.20” 
4 F46400-13 Valve, Reléef 5 . 10.38 51.90 - 72 
5 F1263—1 Fittihg® 5 3493 19.65.77 
6 F2050~1- Reducer 5 5493 88.60, /, 
7 F2400~6 Regulator 5 282,434 1411576 
$409.13 $2045,65, 70 
Cf FE mere 
oo eels, 5 


. Delivery? As Soen As Possible ere ears 


Prices are fair and reasonable and this 
Exhibit is hereby approved, 


~ $ 2,045.65 Contractor warrants prices conform to the 
price formula in effect to date of the 
Exhibit, 


25X1A9a 


> e 


(Contracting Officer) 
corer 25X1A5a1 
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